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BEHAVIORAL ACTIVITIES 


Human Factors (Man-machine inter<£ft^ ; performance enhancement; 

H training improvement; audio-visual systems analysis; 

a^vsnced biochemical p t uims*> s mechanisms,' ESP; 

operational health hazards) 




St*-' 


Stress Measurement and Interpretation 

(Polygraph; remote monitoring; 

environmental ha*a^s ;^^^rormance prediction; 
advanced bio-physical measurement^ teofea'Krtre'S') 


Behavior (Assessment; decision process analysis; motivation 

determinants; manipulation and control; ethocultural 
influence srbudTSfe ; psychopharmacological influence 
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